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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard ( Part 6 ) ( First Revision ) was adopted by the Bureau of Indian Standards on 
20 February 1990 after the draft finalized by the Conveyors, Vertical Hoists and Bucket Elevators 
Sectional Committee, had been approved by the Heavy Mechanical Engineering Division Council. 

Conveyor safety includes safety of operators. For safety of operators and those of conveyors it 
shall be necessary that suitable personnel handle/operate the conveyors. The operators should be 
selected by a well defined procedure which may vary from one organization to another. After 
selection the operators may be trained and supervised suitably to achieve the maximum associated 
with safe woiking habits. The detailed scheme of training, duration, methods which may include 
theoretical instructions associated with practical demonstrations, number of trainees in batch, etc, 
may be decided by the organisation depending upon its needs and requirements. The refresher 
courses, which may be of shorter duration than the first course, may be provided at suitable inter- 
vals. This anay keep aware and awake the operators about safe operation of conveyors. 

IS 7155: 1974 *Code of practice for conveyor safety' was published in 1974. Based on the 
experience gained in the field and to incorporate more specific safety requirements for various types- 
of conveyors, the revision of IS 7155 has been taken up in various parts. 

This Part 6 of the standard is one of the series of Indian Standards code of recommended practice 
for conveyor safety. The other parts of the standard are: 

Part 1 General information 

Part 2 General safety requirements 

Part 3 Belt conveyors and feeders 

Part 4 Vibrating conveyors 

Part 5 Apron conveyors/apron feeders 

Part 7 Inspection and maintenance 

In the preparation of this standard reference has been made to AS CZ 15-1971 *SAA conveyor 
safety code' issued by the Standards Association of Australia, 
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1 SCOPE 



1.1 This standard ( Part 6 ) covers specific 
requirements regarding selection, training and 
supervision of operators for safe operation of 
conveyors. 

1.2 General information and the general safety 
requirements for conveyors are given in 
IS 7155 ( Part 1 ) : 1986 'Code of practice for 
conveyor safety: Part 1 General information' 
and IS 7155 ( Part 2 ) : 1986 'Code of practice 
for conveyor safety: Part 2 General safety 
requirements' respectively and a reference to 
these standards may be useful during the selec- 
tion, training and supervision of conveyor 
operators. 

2 SELECTION 

2.1 While selecting operators for conveyors, due 
regard shall be given to the physical condition 
and maturity of the applicants and their aptitude 
for the work to be done. 

3 TRAINING 

3,1 During the training of conveyor operators, 
particular care shall be taken to ensure that 
each operator understands the safe operation of 
the conveyor and the following safety pre- 
cautions: 

a) The method of stopping and starting the 
conveyor; 

b) The hazards which are known to arise in 
the course of normal working; 

c) The hazards liable to arise from bad 
practices, in attention and misuse; 

d) The purpose of the guard or safety device, 
and how the guard or device may fail; 

e) The necessity for immediately informing 
the person in charge if any fault(s) or 
defect(s) arise, and the danger to the 
operator in attempting to correct any 
fault; 

f ) The ability to recognize overloading or 
abnormal loading conditions and the 
required corrective actions; and 

g) The ability to understand and follow 
meticulously any established reporting 
system. 



3.2 Clear instructions shall be given that guards 
or safety devices ( electrical and mechanical ) 
shall not be tampered with, removed or altered 
in any way, and that adjustable guards shall be 
readjusted only by an authorised person. The 
operator's knowledge on the use of the conveyor 
and the precautions to be taken shall be regu- 
larly checked after he has been instructed on the 
above requirements. 

4 SUPERVISION 

4.1 A conveyor operator shall be closely super- 
vised by a person with thorough knowledge 
including the related regulations of the conveyor 
until the operator shows that he is fully 
conversant with his duties. Continuing super- 
vision of conveyor operators is also necessary, 
however, to ensure that safe practices are being 
followed and the conveyors are working in a 
safe and proper manner. 

5 SAFE OPERATING PROCEDURES 

5.1 Besides statutory and other requirements 
relating to safety in general specific attention of 
the operators shall be drawn to observe the 
following relating to conveyor installations and 
where the operator observe any deficiency in 
these, he shall report to the appropriate 
authority for immediate remedial action: 

a) All starting and stopping controls shall 
be clearly marked. The area around these 
devices shall be kept free of obstruction 
to permit ready access to them and a 
clear view of them at all times. 

b) The area around all loading and unloading 
points on the conveyors shall be kept 
clear of obstructions at all times. 

c) No 'riding' shall be permitted on a 
conveyor at any time. 

d) No maintenance or repair work shall be 
carried out while a conveyor is in opera- 
tion. In every case the power shall be 
disconnected and the starting control 
shall be positively locked in the open or 
stop position before such work is com- 
menced. A *shut-down' permission shall 
be taken prior to commencing any 
maintenance/repair work. 

e) Before restarting a conveyor that has 
stopped due to an overload, the reason 
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shall be ascertained and the stoppage 
cleared before restarting. The starting 
control shall be locked out before any 
attempt is made to remove the cause of 
an overload. 

f) No overload or safety control shall be 
removed from the conveyor. Precautions 
shall be taken to prevent anyone, except- 
ing a competent authorized person, from 
adjusting or tampering with the adjustment 
of such control. 

g) All persons working on or near a conveyor 



shall be instructed regarding the location 
and operation of stopping control. 

h) At no time a conveyor be used for a 
purpose other than one for which it was 
designed, and neither it shall be loaded 
in excess of its safe working load. 

j) Good housekeeping shall be maintained 
at all times. 

k) Operators shall not wear loose clothing 
which may cause a trapping hazard. 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of Indian 
Standards Acty 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well defined system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the pro- 
ducer. Standard marked products are also continuously checked by BIS for conformity to 
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